is not afraid of losing his J6b, and he never heard manage-
ment state that anyone could quit if they did not like the
working conditions (Tr. 84-85).  He also confirmed that he
has observed mine inspectors in the mine after roof falls
(Tr. 85).

On cross-examination, Mr. Cogar confirmed that ventila-
tion curtains were rolled up, and that he "took shortcuts."
Although Mr. Jackson and Mr. Blankenship did not order that
the curtains be rolled up, Mr. Cogar believed they were aware
of the practice because they were on the section all of the
time (Tr. 87).  He confirmed that Mr. Blankenship did order
the curtains to be rolled up and out of the way so that they
would not be torn down by equipment, but that this was always
after an inspector had left the section (Tr. 92). Mr. Cogar
stated that he had adequate water on his machine to keep the
dust down, but that the^ curtains were up more often than down
during the start of his'shift (Tr. 90-91).

Mr. Cogar stated that he overheard Mr. Cox state that he
could not work on Saturday, May 11, 1985, because he had a
ball game, but does not know whether he informed management
that he could not work.  Mr. Cogar believed that everyone
except Mr. Cox and Mr. Poole worked on that Saturday (Tr. 90,
93).

Mr. Cogar confirmed that he has shot more than one place
at a time, but did not believe that this was a violation.  He
stated that he has never shot under unsupported roof, except
for a corner where the roof bolter could not reach, but he
would be no further than 30 inches from unsupported roof (Tr.
92).  He confirmed that Mr. Blankenship has instructed him to
shoot three places at one time (Tr. 99).  He also confirmed
that there were occasions when his hand-held methane detector
would not work> but that he would borrow another one from his
foreman (Tr. 95).

Mr. Cogar stated that he has heard Mr. Cox complain
about the lack of brakes on the mantrip they were riding, and
that Kit Jackson was present on some of these occasions.  At
times, Mr. Blankenship was aware of the lack of brakes, but
they would either be repaired on a subequent shift, or another
mantrip would be used.  Management always repaired his equip-
ment when needed, but at times the brakes on the mantrip would
not be repaired on the next shift (Tr. 100-102).

Mr. Cogar stated that he never complained to Mr. Jackson
or Mr. Blankenship about safety, and did not iknow whether
Mr. Cox did.  He confirmed that he "jawboned" with his fellow
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lain about safety or to express his
